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21 July 1971 


MEMORANDUM FOR: Deputy Director of Security 


SUBJECT : Dulles Papers - Material Stored 
in Room GE 42 


REFERENCE : Inventory of Dulles Papers Listing 


Materials Stored on the Ground 
Floor - Room G E 42 


1. Per your request, a check of the mate rial stored in Room 
G E 42 revealed the following: 


Safe #1 - Four Drawers - Returned to Mrs, Dulles 
Safe #2 - Four Drawers - Returned to Mrs, Dulles 


Safe #3 - First, Second, and Fourth Drawers - Returned 
to Mrs. Dulles 


- Third Drawer - Now filed in Safe #5, Drawer One 
Safe #4 - Four Drawers - Returned to Mrs, Dulles 
Safe #5 - Top Drawer - Returned to Mrs, Dulles 

- Second Drawer - Being Reviewed by Mr 


- Third and Fourth Drawers - Awaiting Review 


GROUP 1 
Exctaded irom autoristic 
downgrading an6 
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2. All material stored in cardboard boxes as set forth in the 
Inventory Listing has been returned to Mrs, Dulles. 


3, Accordingly, the only remaining material in GE 42 is now 
stored in Safe No. 5. As set forth on the preceding page, it consists of 
one drawer of material originally filed in the third drawer of Safe No, 3 
plus the original second, third, and fourth drawers of Safe No. 5. 
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